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ESTIMATED POWER REDUCTION BY WATER INJECTION IN 
A NONRETURN SUPERSONIC WIND TUNNEL 


By Morton Cooper and John R. Sevier, Jr. 
SUMMARY 


A simplified analysis has been made to estimate the extent to 
which the pressure ratio and power of а nonreturn supersonic wind tun- 
nel operating in the low supersonic Mach number range can be reduced by 
the evaporation of water injected into the diffuser. It appears to be 
theoretically possible to reduce the power by as much as 20 percent for 
а typical example of a tunnel operating at а Mach number of 1.1 and at 
the following stagnation conditions: pressure, 15 pounds per square 
inch; temperature, 2009 Е; and dew paint, 09 Е or less. For a tunnel 
having a test section of 50 square feet, the amount of water injected 
would be &bout 300 gallons per minute ала the power вауей, &bout 1,000 
horsepower. The power required to provide the necessary water and the 
possible increases in diffuser losses associated with water injection 
must, of course, be weighed against the theoretical power saving. 


INTRODUCTION 


з 


The recent increased interest in experimental research at transonic 
and supersonic speeds has resulted in the design and operation of large- 
scale wind tunnels having operating powers in excess of 50,000 horse- 
power. Іп some proposed designs considerably greater powers have been 
contemplated. The use of methods for improving the operating efficien- 
cies, even though the improvement may amount to but a few percent, would 
therefore result in significant power savings. The purpose of this 
paper is to determine the extent to which cooling by the evaporation of 
water in the diffuser of a wind tunnel may theoretically improve the 
operating efficiencies of the tumnel at transonic and supersonic speeds. 
Such a method presupposes a nonreturn tunnel, a type which is currently 
in favor for propulsion investigations. 


Although the method in principle is not unlike the thermodynamic 
drive discussed, for example, in reference 1, it differs considerably 
in application. The thermodynamically operated wind tunnel employs 
both heaters and coolers (water evaporation), which serve as & primary 
drive and eliminate the usual compressor and electric motors, and thereby 
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constitutes а tunnel radically different from the type now in operation. 
The present scheme is merely а device supplementary to the conventional 
drive and utilizes the dry tunnel air which is otherwise wasted. Мо 
basic tunnel-configuration changes are required other than those needed 
to introduce the water. 


SYMBOLS 
p mass density 
p pressure 
v velocity 
T temperature 
Ср Specific heat аб constant pressure 
y ratio of specific heat &t constant pressure to specific heat 


at constant volume 


а Speed of sound 

M Mach number, v/a 

h total energy per unit mass 

+ momentum per unit area 

m mass flow per wit area 

9 heat added per unit mass 

q energy ratio, Q/c)To 

R зав constant 

Subscripts: 

0 stagnation conditions ahead of shock or heat source or both 
1 reference Station ahead of shock or heat source or both 
2 reference station behind shock or heat source or both 

3 stagnation conditions behind shock or heat source or both 


МАСА ТМ 2856 3 


ANALYSIS 


In order to determine the possible gains to be realized by heat 
removal in the diffuser of a wind tunnel, a simplified analysis is made 
in which one-dimensional flow through & tube of constant cross section 
is assumed. The two reference stations considered are station 1 located 
upstream of the heat source (or shock or both) and station 2 located 
downstream of the heat source. The flow parameters at the two stations 
&re related by the following equations: 


Energy equation, 


2 2 "p 
ae Ela a 9. ye, ТИЯ (1 
ee eo OF ако ps ніс дайы i 


Momentum equation, 


i кр. + 01712 = Po + Povo? (2) 
Continuity equation, 
m = DV] = Povo (3) 


In order to discuss the basic concepts of flows with heat addition 
(qualitatively at first), the pressure and density are eliminated from 
equation E by means of equations (2) and (3) to result in the following 
equation (ref. 2): | 


= 1 17 +4 
h-gy2—&Yv-ii—vY (1+) 


where the subscripts for h and v may be either 0 and 1 or 3 and 2, 
respectively. Equation (4), which relates the stagnation energy per 
unit mass to the velocity for given values of the impulse per unit mass 
flow i/m, is plotted illustratively in figure 1 (ref. 2). Although 
only а constant value of the ratio i/m is required to make the curve 
unique, actually, from the assumed flow, both i and m аге individ- 
ually constant. Several of the salient features of this curve are 
labeled in figure 1. The velocity occurring at maximum stagnation 


energy, point (8), is (from ref. 2) sonic velocity so that points on the 
upper branch of the curve represent supersonic flows апа lower-branch 
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points represent subsonic flows. Point (Е) (from eqs. (1) and (4)) rep- 


resents the maximum velocity attainable and corresponds to a condition 
‘of zero pressure, density, and temperature. 


Relationship Between Velocity and Total 


Energy as Illustrated in Figure 1 


No heat addition (ref. 2).- In order for the flow to become subsonic 
when a supersonic stream exists at point (1) (fig. 1) ; & shock must occur 
(the total energy of the flow remains constant) and, ав а result, an 
abrupt change in velocity occurs between point (1) and point . As 
pointed out in reference 2, however, the jump at constant total energy 


can be replaced by the continuous process from (D to (А) to (5) to 


` where, by definition, proceeding in the direction of increasing total 
energy means the introduction of heat and proceeding in the opposite 
direction means heat removal. For the case of the shock, the amount of 


heat added from (1) to (A) to (8) is exactly counterbalanced by the heat 


removed during the change from (S) to ; 50 that the flow remains 
adiabatic. Тһе increase in entropy occurring from (1) to (А) to (8) 
outweighs, of course, the decrease from to ; With the net amount 
determining the stagnation-pressure decrease across the normal shock. 


Heat addition.- If the supersonic stream at point (а) іп figure 1 
becomes subsonic with heat being added in the presence of the shock, the 
final subsonic flow condition must (by definition of the abscissa 
scale) be to the right of the adiabatic case (з) . Furthermore, the 
process from (1) to must be less efficient than that from (1) to 
(2а) since the decrease іп entropy associated with moving from to 

^ is lost. This result is independent of whether the heat is added 


supersonically so that the path is e» to (a) to or whether it is 
added subsonically behind the shock so that the path is D to to 
Су; hence, heat addition corresponds to added losses and results іп 

decreased pressure recoveries. Such a process as just outlined occurs 


during condensation in wind tunnels. 

Heat removal.- If the supersonic stream at point © (fig. 1) is 
cooled in the presence of the shock, the final condition е) must be to 
the left of the adiabatic case ; hence, & gain in efficiency occurs 
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and is &ssociated with the added decrease in entropy between (Св) 

and. с). Again, this result is independent of whether the heat is 
removed supersonically so that the. path is (1) to to е or sub- 
sonically so that the path is (1) to ©з) to (сс) . Improved "diffusion" 
efficiencies are therefore associated with cooling, and although a fixed 
amount of heat removed is equally effective subsonically or supersonically, 


heat removal subsonically is, by far, the simpler process, as is shown 
subsequently. 


Basic Relations 


Ihe basic relations between the flow parameters upstream and down- 
stream of the heat source can be evaluated from equations (1) to (3) ав 
а function of the initial Mach number and the ratio of the heat added 
to the initial stagnation energy. These relations аге (with the assump- 
tion of a perfect gas, р = СЕТ) 


В 2 
| Q 1 + ди |21 + 25-м, 

se и ee - с (5) 

2 
ра „з= | (6) 

Pl 1+ M5? 

and 

-2 - (шм, (7) 

Ty (jel 


Although the final Mach number Мо can be solved for explicitly as а | 
function of M4 and Q/cpTo from equation (5), the following form of 
equation (5) is usually much more convenient: қ 

ғ(м4) 
————— (8) 


9 
Cplo 


#(Мо) = 
1 + 


In order to facilitate the use of equation (8), values of f(M) where 


2 Ye 
вм) же) ___ 


vec + L- та 


-= m o e — - € .——-[—-——-- — RSS! 
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are presented in table I. By means of this table ; Mo can be determined 
directly when Му and 9/срТо аге the independent variables. These 


general relationships for flows with heat addition have been determined 
previously. (See, for example, refs. 1, 3, and 4.) 


Equation (5) is also plotted in figure 2 for representative values 
of а for both the subsonic and supersonic Mach number ranges. It is to 
be noted that the basic energy-ratio parameter Q/cpTo іп equation (5) is 


T - T 
(from eq. (1)) equivalent to —— 0 во that the quantity 1 + EU 
О 0 


is simply the stagnation temperature ratio T3/To. 


Figure 3 presents the stagnation pressure ratio ав а function of 
@/срто for several supersonic Mach numbers and indicates the pressure- 


ratio gains to be realized by cooling. Тһе curves presented in this 
figure have been obtained under the assumption of isentropic flow on 
each individual side of the heat source and shock and by the use of 
equations (5) to (7) to join the two stations. It is to be noted that, 


in figure 3, the condition of adiabatic flow = = 0 corresponds to 
О 

the normal shock, апа the dashed line in the figure represents the 

maximum amount of heat that can be added at a given Mach number. (See, 


for example, ref. 4.) 
APPLICATION 


The application of the analysis presented in the previous section 
is now considered in order to study the possibilities of reducing the 
pressure ratio and, hence, the power of supersonic wind tunnels. One 
of the simplest and most effective methods of cooling air is by the 
evaporation of water. Because of the high value of its latent heat of 
vaporization, the use of water is found to be extremely effective. The 
evaporation process is particularly suited for this application because, 
in order to conduct tests at supersonic speeds, dry air is necessarily 
used to eliminate adverse condensation conditions in the supersonic 
nozzle and test section; hence, the proper location for injecting the 
water without affecting the tests is downstream of the test section. 
Ihe subsonic flow region in the diffuser or a wind tunnel, as illus- 
trated schematically in figure +, is а much better location for evap- 
oration than the supersonic flow region rearward of the test section 
because subsonically the static temperature of the air is much higher 
and, therefore, much larger quantities of water can be evaporated. In 
reality, the evaporation of water in the supersonic region would be 


---- ----- ——  ——— - - 
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almost impossible since most tunnels operate at or below the saturation 
temperature in the test section. In any case, the amount of water that 
сап be evaporated is assumed to be limited by saturation conditions 


locally. 


The possible advantages of evaporating water to improve tunnel effi- 
ciencies by reducing the operating pressure ratios can be inferred from 
figure 3 by interpreting the energy ratio Q/cpTo іп terms of physical 


quantities such ав the initial stagnation conditions of flow апа the 
amount of water (assumed to be at 659 Е) that can be evaporated. Such 
an interpretation is shown in figure 5 where the stagnation pressure 
ratio is presented as a function of free-stream Mach number for various 
percentages of water saturation for the following upstream stagnation 
conditions: pressure, 15 pounds per square inch; temperature, 100° F 
and 200° Е; and dew point, -30° Е апа 00 Е. Тһе effects of increasing 
the dew point from -309 Е to 0° F are seen to be exceedingly small (the 
amount of water associated with this incredse is negligible) so that 
further discussion is limited to the condition of 0° F dew point. The 
higher stagnation pressure ratios associated with both the 100-percent- 
saturated and 50-percent-saturated conditions are clearly significant, 

as is the increase in pressure ratio resulting from the change in stagna- 
tion temperature from 100° F to 200° F. For some conditions at and below 
а, Mach number of 1.4, stagnation pressure ratios in excess of 1.0 are 
evidenced. In order to indicate the amounts of water required to realize 
these gains, the weight ratios of water to air are presented in figure 6. 
The amount of water actually required becomes more physically evident in 
the following specific example: 


Assume а nonreturn supersonic tunnel having a test section of 
50 square feet and stagnation temperatures of 100° F and 200° F. In 
order to facilitate calculations, a constant stagnation pressure of 
l5 pounds per square inch is assumed since variations in test~section 
stagnation pressure with Mach number are of secondary importance in 
determining the percent power reduction. (Тһе amount of water required 
will, however, be approximately proportional to the stagnation pressure.) 
The operating horsepowers would be as shown in figure T. Іп order to 
Obtain a realistic estimate of the power, based on previous experience 
from other tunnels, the compression ratio required is assumed to be given 
by the product of the adiabatic stagnation pressure ratio across a normal 
shock at the test Mach number апа the compression index given in fig- 
ure T. Furthermore, а compressor efficiency of 85 percent is assumed. 
The resultant horsepower presented in figure Т is primarily illustrative 
and is shown solely to establish the magnitudes of the operating powers. 
The gains to be realized in power savings (fig. 8) are relatively large 
for the amounts of water required (fig. 9). In the computation of the 
power savings, the compression index of figure Т has again been assumed. 
In addition, the inlet temperature at the compressor is assumed constant, 
regardless of whether water is added. Such will be the case for а com- 
pressor located upstream of the test section. ІТ ihe compressor is 
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downstream of the source of water injection, added power savings will 
result because of the drop in stagnation temperature caused by cooling. 
For the latter case, however, the initial stagnation temperatures will 
be much lower (usually atmospheric temperature) so that the method of 
water injection appears less promising for this type of installation. 


Figures 7, 8, and 9 show that, at а Mach number of about 1.4, 
possibly 20 percent of tbe power (that is, about 7,000 horsepower) might 
be saved at a stagnation temperature of 200° F for water additions of 
300 gallons per minute in magnitude. This percentage savings varies 
inversely with Mach number. It is of interest to note that the oper- 
ating power actually will vanish at some subsonic Mach number. This 
fact, however, appears to be of only academic interest since, besides 
the starting problem, the cost of drying and heating equipment, not 
usual for subsonic tunnels, would invariably outweigh the cost of conven- 
tional drives. Even in applications at supersonic speeds, the power 
required to supply the necessary water and the possible increases in 
diffuser losses associated with physically introducing water into the 
diffuser must, of course, be weighed against the theoretical power 
saving. 


CONCLUDING REMARKS 


A simplified analysis has been made to estimate the extent to which 
the pressure ratio and power of a nonreturn supersonic wind tunnel орег- 
ating in the low supersonic Mach number range can be reduced by the 
evaporation of water injected into the diffuser. It appears to be theo- 
retically possible to reduce the power by as much as 20 percent for a 
typical example of a tunnel operating at a Mach number of 1.4 and at the 
following stagnation conditions: pressure, 15 pounds per square inch; 
temperature, 200° F; and dew point, 09 F or less. For a tunnel having 
a test section of 50 square feet, the amount of water injected would be 
about 300 gallons per minute and the power saved about 7,000 horsepower. 
The power required to provide the necessary water and the possible 
increases in diffuser losses associated with water injection must, of 
course, be weighed against the theoretical power saving. 


Langley Aeronautical Laboratory, 
National Advisory Committee for Aeronautics, 
Langley Field, Va., October 10, 1952. 
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(1 + 72) 


TABLE Т.- VALUES OF MACH NUMBER PARAMETER f(M) = — ^^ 
ме (1 +. £L м?) 


FOR VALUES OF MACH NUMBER М FROM О ТО 2.00 
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Figure 1.- Illustrative relationship between velocity and total energy 
for а given impulse per unit mass flow (ref. 2). 
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Figure 2.- The effects of heat on the stream Mach number for one- 
dimensional flow. 
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Figure 3.- Stagnation pressure ratio as a function of energy ratio. 
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Figure №.- Schematic arrangement of nonreturn supersonic tunnel with 
water injection. 
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Figure 2.- Stagnation pressure ratio ав а function of Mach number 
for various amounts of water injection at stagnation tempera- 
tures of 1000 Е and 2009 Е and dew points of -30° F and 09 Е. 
pg = 15 pounds per square inch. 
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Figure 6.- Amount of water added as a function of Mach number .for 
complete saturation and 50-percent saturation. Stagnation 
temperatures, 1000 F and 200° Е; dew point, 0° Е; ро = 15 pounds 
per square inch. 
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Figure 7.- Horsepower and compression index for assumed wind-tunnel 
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po = 15 pounds per square inch; tegt-section area, 


configuration. 
50 square feet 
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Figure 8.- Percent power savings ав а function of Mach number for 
complete saturation апа 50-percent saturation. Stagnation 
temperatures, 1009 F and 2009 Е; dew point, 09 Е; pg = 15 pounds 
per square inch. 
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Figure 9.- Quantity of water added for assumed wind-tunnel configuration. 


96092 NL VOVN 


6t 


